Message 


From: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPlENTS/CN=KATE.CORBETT] 

Sent: 5/4/2012 2:29:37 PM 

To: Eonas, Russell (PLY) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=REonasMassmail.State.MA.US] 

Com V 

Hi Russ, 

just received had been submitted to the iab for re-testing. Lisa 

Giazer and i testified for this case on Aprii 5, 2012. Couid you just give me some info on what the outcome of that triai 
was and why these items need to be re-tested? 

Thanks so much, 

Kate Corbett 
Chemist ii 
Drug Anaiysis Lab 
Dept of Pubiic Heaith 
305 South St. 

Jamaica Piain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


Corbett email PRR 003484 





